Power Supply : (Column No. 13)

ED   :       Electricity for domestic purpose
EAG   :       Electricity for Agriculture
EO   :       Electricity for other purposes like

industrial, commercial etc.
EA   :       Electricity for all purposes listed

above

Irrigated by source :  (Column No. 16)
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Remarks, etc. :   (Column No.

N   :       Copies of the N
the village)

M   :       Motor Cycles/S
C   :       Cars/Jeeps
T   :       Tractors

As an example an enti
P(2),orD(2),orT(35.2I), Tk
that the village has two {
dispensaries, extent of total
village is 35.21 Hectares and
gated by water from tanks is

Where a facility is not tv
the distance at which the
shown in broad ranges viz,
and 10 + Kms, of the nearest